Government of Kerala 

cgcft>ra§ cro(3c96)0(3 

2011 


K • 


Reg. No. os?! arKTii(3 
KL/TV(N)/12/2009-2011 



KERALA GAZETTE 


PUBLISHED BY AUTHORITY 


• 

Vol. LVI 

Thiruvananthapuram, Tuesday 

15th February 2011 

2011 6)nULsnjjcu(31 15 

• 

No. 

■ 7 

QJ0£D>o 56 

* 

raflrajajcnoOTnJjrao, st^joqj 

26th Magha 1932 

1932 ao^o 26 

cd cm (3 

< 


PART 

III 




Stores Purchase 


Harbour Engineering Department 

SHORT TENDER NOTICE 


No. 9462/D4/99/CE. 21st January’ 2011. 

Sealed tenders are invited in the prescribed form for the supply of Auto Focus Total Station—Three Nos. for the 
use of Harbour Engineering Department. 

The tender should be superscribed ‘Supply of Total Stations for Harbour Engineering Department’ and addressed to 
the Chief Engineer, Harbour Engineering Department, Kamaleswaram, Manacaud P.O., Thiruvananthapuram-695 009, so as 
to reach on or before 22-2-2011 at 3 p. m. Late tenders will not be accepted. The tenders will be opened at 3.30 p. m. on 
22-2-2011 in the presence of such tenderers or their authorised representatives who may be present at that time. 

Indenting tenderers may on application to the Chief Engineer, Harbour Engineering Department, to obtain the 
requisite tender forms, on which, tenders should be submitted. Application for the tender form should be accompanied 
by a cash remittance of 2,800 +4% VAT, which is the price for a tender form and which is not refundable under any 
circumstances. Cheques, Postal Orders, Stamps, etc. will not be accepted towards the cost of tender forms. The tender 
forms are not transferable. Sale of tender forms will be from 10-2-2011 to 22-2-2011 and will be closed at 1 p. m. on 22- 
2 - 2011 . 









Tenderers who desire to get tender documents by 
post shall have to remit 2,800 + 4% VAT+ 50 (for 
postage charges), by money order or in the form of 
demand draft from a nationalised bank, in favour of ‘The 
Chief Engineer, Harbour Engineering Department’, payable 
at Thiruvananthapuram. Cheque, Postal Order etc., will not 
be accepted towards the cost of forms, not will the forms 
be sent by VPP. 

The tenderers should send along with his tender a 
preliminary agreement in the prescribed proforma attached 
alongwith the tender schedule executed and signed on 
the Kerala Stamp Paper worth 100. The tenders should 
also accompanied by EMD, which is 1% of the quoted 
amount, rounded to nearest higher 50 Rupee, as demand 
draft pledged in favour of ‘The Chief Engineer, Harbour 
Engineering Department, Thiruvananthapuram’, from any 
of the Nationalised Bank payable at Thiruvananthapuram. 

The quoted rate should be inclusive all cost of the 
instrument and accessories, taxes and duties, delivery of 
each instrument and accessories at Thiruvananthapuram, 
Ernakulam and Kozhikode, installation and demonstration, 
etc. Maximum period of guarantee that can be given, 
detailed specifications and period of delivery not 
exceeding one month should be shown separately. All 
other conditions prevailing in Government Departments, 
for the supply of stores is applicable to this tender also. 

anoc36TU(3 n^aSesIcnloffioloco (Utft.jajIcsejcM iijjajffls 
ml6ni(TU)m<ft,c/5 ip-i<a>o®o Auto Focus Total 
Station—3 n<j)6rno crunonj cm rail eei se>i G<u6n§1 

3(3^ejoomjcft.u3 cMi6roliqi6i<ft>333iroi. 

scBaeioom cfrojolroj mjcSiglcnS “Total Station ro6)6iaj 
ffliiti^roarflaDjgg 3(3<^ejocru” n£)ro effl6ii6i<^sj(OTOTl(n>1ffl1c06)6rno. 
3(3a£JOCTD2<ft>C/3 a®a3S3lrolcffi(3, rLOOc86TU(3 a0(fe1ro1CQ>OlolD 

0JDla-|0(3|s)i2ia^, cftiemejosjfflo, ffl6rn<e6)os nil. 63., (mlffljairncroinjjrao-B 
a®rm ailejorrurarmlKsS crua^njlcstMsngtroosrTD. Bc3n£ioroj<ft>a3 
(ruatSnjlcscafflsng careojcruoro r»”)oq>ot>1 22 - 2-2011 6)6)ciican§ 3 216 ml 
oifflfflcmosrn. stoical eielcsajcm 3c3^ejo<TU2<a>o3 onilc&olcesij 
OTKroej. 3c8<'‘£iocru2<ft>c/3 (maestro Blairoo amojeanf 3.30 asmlcea 
noossrajgg ca>ffloojca>o(ajasec!fflo cmacuffljas (.nJKnlchluilcaigjascBcffio 
roorolao^rairolraS (tnjocaojroemosrn. 

BdS^eioro eoDOiajcftaa njlnii ng)a3s1m°l(n)(3, anoc36ni(3 
a®aa83l(n1<s2)dlocn njcft.jnj, cftmeeiaaiao 630on1rolra3 chlrojo 

10-2-2011 l2J85ira3 22 - 2 - 2011-00 giJ<S2)c96) 630J ffl6TT>1ajfflffl 

2,800+ 4% rrilca>j(rol gc/Sanjas rarasnjoRsa eielceajroKnoarn. 
sdS^eioro (Bnnoajcejoa aaca>mogo anj<gj(uoo 5 njosjggtmej. 
B( 3 >^eioro (Bnnoiaj a>o 3 rainj0 eilra 3 eiel g < bs > ang ok 3 

2,800 + 4% (hlcft.J(TOl + 50 enJOCSroaS nJ0(3©S ronDlKDo 

arol 630c8cu)(8 (maaejEodraa njlnn n®a3s3lm1<i»(3, noodSaudS 
n®a3ss1cnl<i»o1ocn (Uc9>jnj, Rr/lffljajcncrainjjrao ng)<ro csoJolraS 
anJO«j)jeffl6ueio 6mo®>1«53 mlrojo (tnlajmmronjjfflrarri) 

aooonijrosnjaocn) ojolffloa^’' (rooting ffljnJrarailraS ajcOaglraS 
rojnjlnjl^lffllcoajro (moLOJorolraa (maGnJcOiincsteasretroosrn. 
anjeoa, esnjororoa 630(3cux3 n^roloi roj1<S3ffl1<sajro8j)ei. 


3(3<^eioro LnJaoaTKsraimoasonjo 100 (uleicmjgg Gca>fflg 
ro^ooao^ mj(.3nJL®)(mw1ra3 GcBneioro (n-iaosmsangjsis eftijas 
cnra3ta)jro ao«s)^cft)(S)lejjgg (n-i3iAalc&> gscmsl 63n-|1§ roa(3n_|1 
ts<saaie«5)osrn. tmacitrooasonjosnaro njlnn n<j)a3s3lcn1cQ>c3, 
nO0^6T11(3 n^a3s1m1(I»o1otO QitftiJ aj , O6TT)ce6)0S nil. 63., 
(OTlffljaimaronjjfflaatm n^acoiffiilejjo cnon3d6maaejroajD 6 tiio®> 1«58 
aoooaijrotrojo ta.io§ anjcffitm anjeejojas 63aj asanmocntmmlcn 
( 50-B53 mjcOigltsejcfficoa (,<a>2iffl<jjsj85iro1(!ffl«n) anjei^aocoilgjgg 

(mjcfljcaceajgg cuilffloorcf (.onondo mlfflasiLBai^aocQ)! gggscoao 
an_KS<sj6ne«»06if>. 

3(8<^eioro roa^njl ceajrooj(3 (araoidi roa(3n_|lceajro 
amnSdloa (Siao(u)eij<a)gjas Detailed Specification-cnjo 
(macanoasonjo (u1ra3njaDomartnrao cnra3ca>oa3 gtsqaolcoajro 

njafflooiuil 01006031 roo6TlKTUjl^|Jo ggg OjlOJffl6313a3 BtS^eio 
roj<ft,(sgoason_|o mra3(s<ft>6ne«»06rf). 3(3<^eioro1as3 roocjD<D6m3gjas 
oilei, cn1<e3jcim1 630csao tn)j6m1o oilaio ffnlffljojmaoinjjfflo, 
a^oemotfejgo, GcfcotpIcBcoaos ng)ro1ojls63Bg1ejjgg 630nn1cru2 
ta.g1(o3 aoneilojol mstnrml, acuxsi206n3anjCB(.Sn3da8 gc^anjas 
<r»jgg «5)jca> Qffleuanjsjffitmmensctnosrn. 3(8<^eiooru roo6njaru51^ 
ro(3teaoa1ra3 odlejoilejjgg nfjep oj^OKmocftgjo ^ r o 3^>^ejo 
rolcnjo 6niou>oa.ao6rn. 

Specification 

Date and time is recorded while modifying or creating 
a file. Fast measurment in quick mode less than equal to 
1.5 seconds with fast saving time. 

Three focusing modes, (a) Auto focus mode 
(b) Power focus mode (c) Manual focus mode. 

Visible laser pointer. 

Graph of entire survey displayed on screen of total 
station with zoom and pan facility. 

Dual axis compensator. 

On board preloaded graphical software power topolite 
including area, perimeter, volume (cut/fill). 

50,000 points onboard memory. 

Range under good conditions:—Single 
prism : > 7,000 m. 

Three prism : > 9,000 m. 

Can measure distance without reflector upto 500 
metres to a 90% reflective object (in good condition). 
Angle lease count : l”/5” selectable. 

Angle accuracy 5” (as per DIN 18723/ISO 17123-3) 

Incorporating latest technology of absolute encoders. 

Distance accuracy in prism mode : From 10 metres-: 
oe(2 mm + 2 ppm x D) mm 

Distance accuracy in reflector less mode: 
oe(7 mm + 10 ppm x D) mm 

Distance least count : 0.1 mm. 

Temperature pressure sensors inbuilt. 

Battery : Seven hours continuous use. 


Charger with discharge function. 

Laser plummet in alidade rotating through 360°. 

A small bull’s eye bubble on alidade. 

Two electronic bubbles 20”/30” (selectable) 
sensitivity at right angles to each other on display panel. 

One circular bubble in tribrach. 

Alpha numeric keyboard (one side only, second side 
keyboard and display at extra cost). 

Essential accessories 

Single prism assembly comprising of, single prism 
holder and target plate titling type, suitable for mounting 
on range pole or on tribrach adaptor. Range pole with 
bubble 2 metre x 2 sections telescopic type with 
graduations and bipod. 

In strong carrying case with one data transfer cable, 
one data transfer software DL-01, two numbers battery, 
one charger, one Tommy pin, one screw driver, one rain 
cover, one wooden stand, one CD containing instruction 
manual, one reader writer unit and one SD card, one side 
display, detachable Tribrach, SD card slot, mini USB port, 
Rs-232C port. 

Office of the Chief Engineer, (Sd.) 

Kamaleswaram, Chief Engineer. 

Manacaud R O., (For and on behalf of the 

Thiruvananthapuram. Governor of Kerala). 


